THE EINSTEIN THEORY
ISased on Newton's theory. Newton's formulas, however, are such close approximations tfiat it was difficult to find by observation any obvious disagreement with experi-
ence."
Dr. Einstein, it mint be remembered, is a physicist and not an astronomer. He developed his theory as a mathematical formula. The confirmation of it came from the astronomers. As he himself says, the crucial test was supplied by the last total solar eclipse. Observations then provec"1'that the rays of fixed stars, having to pass close to the sun to reach tir" earth, were deflected the exact amount demanded by Einstein's ormulas. The deflection was also jo. the direction predicted by him.
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